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THIS IS UNEVALUATED INFORMATION 



Up until 195 3, the Central c «*rte€ruetion Office (Zmtralkcmstrukti ons<- 
j>uero,' ic,Kuj at the 8*rsjnar.n-&ersig firm, Berlin; was celled 'she ProiectS- • 
end Construction Office for Electricity Plant. (Prejekt- und Kenstririrtione*. 

B’aer«s fuer r-lektrisitsetswerke) (PXK), The office consisted of former 
Hhu ™rM**r* who, after 1945, were i ormed inti o labor rroup (Arbeits- 
gemeinseheft) end were detailed to do special v.ork for the occupation 
forces. Among the tasks performed by the office was the reconstruction 
<ai .-fctt Csrnin power plants. A short tine after its founding, the office 
was entrusted with all power plants in East Germany and had to make " surf estions 
..onoern-oif the repair ot damage , or the reconstruction of, existing dents 
with the aim of increasing capacity. Soon, the PKE was incorporated' into 
the ...irustry of Industry,*- In C . Ziller (fnu) of ABUS- Wdhausen was made 
<i rector of the PKE.^ The technical ^ Erector was Dipl. Ing. Kruse (fnu). 
in early 1^63, the * J KE was renamed Central Construction Office for Power 
* 1 ants \A/h). The chief reason for the change in name was that the office in 
now engaged in planning complete power plants, not individual machines." ' 
i or t.iat reason, the construction departments which she office had formerly 
tacked '.boiler construction, for example) were removed from the adminis- 
cr#tion of the ii^rrmann^l-orsl £ plant find incorporated into the ZKB* The 
ZKB new employs about 760 workers and works cn *11 por/er plant projects 
in i.*st Germany as well ss for Soviet satellites. It has beer reoorted 
that the German construction management from the ZK!5. which was. working 

on the rower plant project, fer Hungary, was suddenly dissolved and allegedly 
replaced by Poles.-, ' L * v 

2 , Actual construction for. projects worked out by the 2 KB i« carried out by 
firms- dealing in the various special lines of product! otic Thua fo* 
example, Bergmann-Earsfg. Berl'in-Silhelmaruh, works on boiler c^nstn.ctior- 
«nc -large machineryj iflill&G Geerlits works on turbine construction; plants 
in -uhl and Dresden are concerned with milling turbine blades (furbinenachauf eln) . 
»nd trie i*«un®v/erke c carry out repairs* • . ' 

The ZKB is saon to be turned into « people* ”s»*wn®d plant (VEB) 0 
Berrmenn-d#rsig has been inwde a key plant (Schwerpunktbetrieb ) 0 
Extensive new construction is being installed, for example, a vertical lath- 
with * stationary clamping -slate and rotating steel (umlauferder Stahl' . 
tor pieces of work eipht meters in diameter* 
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The large-scale projects are undent -i- 

•" lurbiLf eUtpUt ' 0,ndenSktic>n turbi,r ’-' (Kntnehme-Keadonsations*. 

b * New instruction of turbines f, r Kraftwerk Klingenberg 

oo A 50,000 ktt install atien consisting of two 26.000-MT turbines with 
aiO atu pressure and 500* centigr.ee steam temperature. 

The first two project* have already been finished; the third nrolrct i * 
a*w under construction* r P r ®J R ct la 


5, 


Along with the new construction and developmental work the 7KR 
““"‘“TT 1. E., t G.mun .L.trlolty pl .«? hV f r "2” 

warships; to see what repairs will have to be undertaken. Because of this 
repair work, the production installations in t, 8 t Germany are working J*! n 
capacity. Kepair work is slowed down by shortages of material fuU 

that reason, plan quotas are for the mast port not fulfilled Difficulties 
have arisen in the procurement ef beiler p3*te .4. ° , s 

n ... .ui l 1 :"-. 6 : 

..no ZkB was reorganised and the plant management changed. 
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Probably the Ministry of Heavy Industry. 
Possibly the power plant, leuna. 
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